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DISPATCH NO. STDA-0290 
6 
25X1A 17 November 195 
TO : a 25X1A 
PROM +: Chief of Station, iii” 


SURJECT : GENERAL -— OPERATIONS 
25X1A Snecific: EM (Commander's Revort ) 


1. ‘his is Commander's Report on Mission Number 1328, ee — |] 25X1A 


25X1A mm ficwm on 15 November 1956, MMMM Vumber 353. 25X1A 


25X1A 2, MEM Performance: Excellent. 
3, Weather: itssentially as briefed. 
25X1A 


RE successful. TERM had vertical shutter 25X1A 
failure 


somewhere between 2611 3147 and 2732 3053. Results prior 
failure good, Oblique goad. 


25X1A 5. S's": 


Satisfactory. 
wind was near perfect, 


No equipment failure. Tape 


25X1A 6. [BBBRRRM Performance: 


Exeellent, 
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